2 & 2a- 
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1 



1 only D.1324. Case Opener. Price 3/6 
1 „ D.1327. „ „ „ 2/9 



SPEARtJACKSON L' 


SPEARtJACKSON L* 


SHE F FIELD. 


SHEFFIELD 


SPEARtJACKSON L T -° 

SHEFFIELD ■ ; 


SPEARtJACKSON L 1 


SHEFFIELD. 


SHEFFIELD. 


QUALITY TOOLS 


QUALITY TOOLS 


QUALITY TOOLS 


QUALITY TOOLS 


1 only D.806. Cast Steel Cold Chisel 

l in. to 1 in. on cut. 
Each 5, 6, 7, 8, 9 x £ in., 9x1 in. 


No. 2. NEVERBLUNT Quality. 

1 only D.117a. Stick Chopper 7ijn. 

Price 1 /It 

1 „ D.108. Hatchet No. 1 Price 3/7 

No. 2A. “ JOHN COCKERILL ” Quality. 

1 only D.555. Stick Chopper 7 in. 

Price 1/2 

1 D.111. Hatchet No. 2. „ 2/7 


D.805. Electricians Chisels (3) 
Price 4/6 per Set. 


1 only D.852. Octagon Section Cold Chisel 
Each 5, 6, 7, 8, 9 x l in., 9 x 1 in. 

Price 14/6 per Set. 


QUALI TY TOOL S 

D.365. Box Opening Turnscrews 6 in. (2; 
and 9 in. (1) 

Price 5/9 per Set. 



SPEARtJACKSON L’ 


SHEFFIELD 


QUALITY TOOLS 


SPEARtJACKSON L 1 


SHEFFIELD 




SPEARtJACKSON L T 


QUALITY TOOLS 


Price 6/3 per Set. 


D.3. Chisels (5) £ in. to 1£in. 

Price 6/9 per Set 


| 

When ouleunq pCease state 
Seniat J\Ca. of ewid xequhed 


■ 

l QUALITY TOOLS 

■anil mmwmmmmmmmmm 

1 only D.982. Tinmens Snips, straignt. 

Each 9 in. & 10 in. 

1 „ D.983. „ „ Bent 9 in. 

Price 9/3 per Set. 
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15 


D.1292. Spindle (Firm Grip) Turnscrews. 

1 each 3, 4, 5, 6 and 7 in. 
Price 4/9 per Set. 


\ 


\ 



i7 



SPEARtJACKSON C 


SHEFFIELD 


RATCHET TURNSCREWS 


QUALITY TOOLS 


D.1291. 


Ratchet Turnscrews. 

1 each 4, 5 and 6. 8/- per Set. 




18 


19 


20 


21 



D.634. Metal Spokeshaves (4) 1? in. 

Iron. Price 4/9 per Set. 



JOHN COCKERILL 

«ffiiTjuo3riiN » SHEFFIELD p no fan ft 


QUALITY TOOLS 


D.326. Hacksaw Frame with 9 in. Blade. 
Price 3/- each. 



SPEARtJACKSON L' 


SHEFFIELD. 


QUALITY TOOLS 


F.60. Double Ended Fi 
2 each 7, 8 and 9 in. 


, Handled. 
4/9 per Set. 



SPEARtJACKSON L T 


QUALITY TOOLS 


D.968. Fluted Wall Drills. 

2 each l, h and gin. 9/3 per Set 




AETNA 


SHEFFIELD. 



22 



Swivel Head Turnscrews. 

D.1293. 2 only, 5 in. ) p = 5/3 s t 
D.1294. 2 only, 5 in. i ™ ce 5/3 per 5et 




















































































































































